On  cross-examination,  Mr.  McGregor did not deny that
there were heavy rains  everyday for approximately 3 weeks
before  his  inspection,   and he conceded that belts which han-
dle wet  ore presents   a   "messy"   situation,  particularly around
head  and  tail pulleys.     Although wet materials are more diffi-
cult  to  handle,   he denied  that such wet materials pose a simi-
lar problem for  the walkways  (Tr.   183).     He conceded that wet
barite material would cause other materials,   such as rocks,
to stick  to  it,   but  insisted that the rocks he observed on
the walkways varied  in  size,   and he believed that one person
would probably  be  involved  in any slip or fall accident  (Tr.
186).     He considered the one decline in question to be a
passageway  (Tr.   187).

Mr.   McGregor  testified that he issued Citation No.
2237Q58,   on August  23,   1984,  after finding that the stockpile
of crushed barite was not  trimmed to prevent it from sliding.
He confirmed that he  took photographs of the stockpile during
his  inspection.

Mr.   McGregor  estimated the height of the stockpile as 30
to 40   feet,   and  the  angle  of  respose as  80 to 85 degrees.    He
described the barite material as  "heavy and fairly compact,"
and  he  indicated that  it  "would not run as freely"  as sand or
gravel.

Mr.   McGregor  stated  that the angle of  repose shown in
the photograph would be hazardous  to anyone cutting into the
pile.     He believed that undercutting the pile at its edges
and  rainfall would contribute to the hazard.    The tracks
shown  in the photograph are those of a bulldozer which passed
by the area during  the day.    The only person he observed near
the pile was the dozer  operator who was pushing some of the
material  into a conveyor,

Mr.  McGregor stated that the stockpile was located
between  the mill  and the mine office,   and that normally no
one  has  occasion to pass  the area on foot.     His concern was
that  the  stockpile  presented a hazard to the dozer operator
or anyone working  near  the pile.

On cross-examination, Mr. McGregor confirmed that he had
no knowledge of  anyone being  injured by a barite pile cave or
slide,   but indicated that he. had never  seen it stacked as
high or undercut as much as the pile which he cited.    Deter-
ring to his photograph P-12,  he estimated the height of tne
pile as  15 feet.    Referring to respondent's photograph R--u,that there were places where a per-
